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Abstract 

To better understand the radio signal emitted by extensive air-showers and to further develop the radio 
detection technique of high-energy cosmic rays, the LOPES experiment was reconfigured to LOPES- 
3D. LOPES-3D is able to measure all three vectorial components of the electric field of radio emission 
from cosmic ray air showers. The additional measurement of the vertical component ought to increase 
the reconstruction accuracy of primary cosmic ray parameters like direction and energy, provides an 
improved sensitivity to inclined showers, and will help to validate simulation of the emission mechanisms 
in the atmosphere. LOPES-3D will evaluate the feasibility of vectorial measurements for large scale 
applications. In order to measure all three electric field components directly, a tailor-made antenna type 
(tripolcs) was deployed. The change of the antenna type necessitated new pre-amplifiers and an overall 
rccalibration. The reconfiguration and the rccalibration procedure are presented and the opcrationality 
of LOPES-3D is demonstrated. 
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1. Introduction 

Cosmic rays have been studied for a long time. Although the detection tech- 
niques developed very fast and promisingly, the key questions are still not an- 
swered satisfactorily. The process of the acceleration, the origin and the prop- 
agation of cosmic rays through outer space are not completely understood. To 
answer these questions, the cosmic rays that reach the Earth have to be studied 
with high precision at highest energies. In order to do so, one has to stick to 
ground based observatories that cover huge areas since the flux of cosmic rays at 
these energies is too low to measure them directly in space. Instead, extensive air 
showers [1] that are caused by high energy cosmic rays have to be observed. One 
important parameter when observing cosmic rays indirectly is the shower depth 
Xmax which can be used for composition studies. So far fluorescence telescopes 
reach the best results in the Xmax resolution, but the uptime is limited to clear 
and moonless nights which results in a net uptime of < 15% [2]. Radio detection 
can provide a very high uptime (> 95%) [3] and recent simulation studies not 
taking into account noise have shown, that indeed the radio signal has an intrinsic 
resolution in Xmax in the order of 30 [4]. Therefore the interest of developing 
the radio detection technique is large and several approaches have been made to 
advance and exploit this technique to the maximum. Earlier approaches on the 
radio detection of cosmic rays as done in the 1960's and 1970's [5] suffered from 
the lack of fast digital electronics available at that time. These first efforts were 
reviewed by Allan in 1971 [6]. With the development of digital electronics air 
shower radio measurements have become feasible. 

The radio detection technique can be used in hybrid mode with a particle detec- 
tor air-shower array or as stand alone experiment. To gain maximum information 
on the radio signal produced by an extensive air shower, it is necessary to mea- 
sure and to better understand the complete signal. Since the E-field vector of 
the radio emission is a three dimensional quantity, all three components of this 
vector need to be detected to not lose any information. A completely measured 
and reconstructed E-field vector will considerably contribute to proceed in the 
understanding of the radio emission mechanism during the present development 
and optimization phase of this new detection technique. With the L0PES-3D 
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setup we want to study the capability of vectorial measurements in air shower 
observations. L0PES-3D is designed to measure all three components directly 
and not only a two dimensional projection. Fully understanding the emission 
mechanism will increase the quality of air shower parameter reconstruction such 
as Xmax, the energy of the primary particle etc. Polarization studies done by 
CODALEMA [7], LOPES [8] and AERA [9] have made a huge step in confirm- 
ing geomagnetic emission which is described with a w x -dependence^ as the 
main emission mechanism in first order, and the time variant charge excess as a 
second order effect [10, 11, 12]. These measurements were performed with an- 
tennas that are sensitive to two components of the electric field vector. Hence 
with an antenna that is sensitive to three components a significant information 
gain is expected. With 3D measurements the direction of the E-field vector can 
be determined with the data obtained with only one station, fixing a plane for 
the arrival direction. By measuring the vertical component the sensitivity will be 
increased, in particular for inclined air showers. 

To be able to detect all three components of the E-field vector directly, the 
LOPES experiment at the Karlsruhe Institute of Technology (KIT) has been re- 
configured. The LOPES experiment is situated within the KASCADE-Grande 
[13, 14] experiment which provides a trigger and high quality per event air shower 
information. 

2. Evaluation of possible antennas 

For the reconfiguration of the LOPES experiment [15] there were two different 
types of antennas under consideration. The SALLA (Small Aperiodic Loaded 
Loop Antenna), which is a special type of "Beverage antennas" [16], provides a 
gain pattern that is hardly sensitive to the ground conditions. This is desirable 
as it decreases systematic uncertainties. Another advantage, which is not that 
important for the LOPES setup is that the mechanics of this antenna is very 
rugged. In the case for L0PES-3D an antenna would consist of two crossed SAL- 
LAs to detect the east-west and north-south component of the E-field vector and 
for the vertical component a dipole would be used. Choosing a different antenna 
type for the vertical component is necessary since the gain pattern of a SALLA is 
asymmetric [17], which will lead to a decrease of sensitivity in a certain direction. 
The other antenna option was the tripole. Tripole antennas [18] are the most 
straight forward approach to be sensitive to all three electric field components. 
These antennas are also used in radio astronomy projects like for example LOIS 



the dominant emission in air showers is assigned to the geomagnetic effect where the ampli- 
tude is in first order proportional to the cross product of the shower axis and the vector of the 
Earth's magnetic field 
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Figure 1: Photography of a tripole antenna station. The metal box at the pole 
is the housing of the pre- amplifiers. 

[19], the LOFAR [20] outrigger in Scandinavia. One tripole consists of three 
crossed dipoles (c.f. figure 1) and therefore provides a homogeneous setup. The 
tripole is sensitive to signals that arrive nearly horizontally and offers a generally 
higher sensitivity compared to the SALLA. 

The decision to use the tripole was based on test measurements that were per- 
formed with both types of antennas. For these measurements three channels of 
the running LOPES experiment were connected with the SALLA plus dipole and 
the tripole, respectively. The performance of the tripole was significantly better, 
i.e. the efficiency in detecting air showers in coincidence with the already running 
LOPES experiment was higher and the signal-to-noise ratio of artificial beacon^ 
[21] (see section 4.2) signals was distinctly better. During the 4 weeks of testing 
the tripole, LOPES detected 11 air showers. All of these 11 air showers could 
also be observed with the tripole antenna. In contrast, during 6 weeks of testing 
only 10 of 16 events detected with LOPES could be seen with the SALLA. In 
addition, it is of high interest to observe a high signal-to-noise ratio (SNR) for the 
signals emitted by the beacon (table 1). For this measurement only 2 channels 
are of interest since the third channel (vertical) is connected to the same antenna 



^The beacon emits constant sine signals that are used for the time calibration of LOPES-3D. 
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type (dipole) and therefore gives no quality criterion for the antenna type. 

Table 1: Signal-to-noise ratio of the beacon signals measured with the different 
prototype antennas over a measurement period of 1 day. 



Signal-to-noise ratio 



polarization 


frequency [MHz] 


SALLA 


Tripole 


NS 


68.1 


118 


185 


EW 


68.1 


167 


397 


NS 


63.5 


462 


793 


EW 


63.5 


221 


915 



Another argument for the tripole is the homogeneous setup which means that 
all three channels are more similar than if using different antenna types. 
Since the tripole allocates three channels (one channel per direction) and the 
LOPES experiment provides 30 channels, the station number was reduced to 10. 
With the reconfiguration not only the antenna type and the low noise amplifier 
(LNA) changed, but also the antenna positions. The positions have to be selected 
carefully considering different aspects such as 

• covering an area as large as possible for the envisaged primary energy range 

• avoiding regularity to improve the use of L0PES-3D as an interferometer 

• re-using existing cabling and cabling tunnels 

It is important to have an irregular grid since LOPES is used as digital radio 
interferometer, and with a regular antenna grid the side lobes of such an instru- 
ment become very pronounced [22]. The positions of the L0PES-3D antennas 
within the KASCADE array are shown as blue stars in figure 2. The LOPES 
coordinate system is pointing towards the magnetic North whereas KASCADE 
is orientated with respect to the buildings of the institutes surrounding the array. 
Both coordinate systems have the same origin but the LOPES system is rotated 
by 15.23° with respect to the KASCADE coordinate system. 

3. The antenna for LOPES-3D 

The antenna type used for L0PES-3D is a tripole which consists of three 
dipoles that are perpendicular to each other. One dipole has a length of 1.3 m 
which is J of the central wavelength of the frequency band of LOPES (40- 
80 MHz). Each dipole couples to a coax cable via a Ruthroff balun transformer 
[23] including an LC-matching, see figure 5. The impedance ratio of 4:1 was 
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Figure 2: Positions of the L0PES-3D antennas within the KASCADE array. 
The L0PES-3D antennas are marked as blue stars, the grey squares mark 
the KASCADE detector huts, where the outer huts consist of unshielded and 
shielded detectors and the inner huts of unshielded detectors, only. 3 of the 37 
KASCADE-Grande stations as well as the muon tracking and the central detector 
of KASCADE are also shown. 



chosen to match the characteristic impedance, 200 ft, of the antenna. To sup- 
press noise from broadcasting stations the balun is connected with an LC-circuit 
(low-pass filter). The shielding of the coax cable is grounded. The measured 
standing wave ratio (SWR) is shown in figure 3. Since the dipole is designed as 
a broadband j antenna (length of 1.3 m) the SWR has a minimum at the centre 
frequency of the bandwidth but does not change strongly (standard deviation 
0.78) over the bandwidth of LOPES. It is desirable to have homogeneous an- 
tenna characteristics over the whole frequency band. The measured normalized 
impedance Smith-chart for this antenna is shown in figure 4. Here the data are 
normalized to 50^1. Both, the SWR and the Smith-chart were measured from 
20 to 100 MHz, where the interesting region for LOPES (40 to 80 MHz) is high- 
lighted in bold. Prom the Smith-chart all the characteristic quantities of an LCR 
circuit, in this case the dipole antenna, can be derived. For a certain point in the 
Smith-chart, the SWR can be determined by: 

1 + |r| 

swr = — - (1) 

1 — \r\ 

with r the distance between origin and the given point. The impedance and phase 
can directly be read off. The green lines of the grid mark the imaginary part and 
the blue lines mark the real part. The phase is the angle between the imaginary 
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axis and the line connecting the origin with the point one wants to characterize. 
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Figure 3: Measured standing wave ratio for one dipole of the tripole. Due to the 
used filter electronics only the frequency range shown as bold line is of interest. 




Figure 4: Measured Smith-chart for one dipole of the tripole. The line highlighted 
in bold green corresponds to the frequency bandwidth of LOPES (40 to 80 MHz), 
the red crosses mark the measured range of 20 to 100 MHz. 
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Figure 5: Scheme of the matching of one dipole antenna of the tripole to a channel 
of the L0PES-3D experiment. 

3.1. Gain pattern 

The change of the antenna type demanded a new simulation of the gain pat- 
tern. Measuring the gain pattern is complicated and requires relatively large fa- 
cilities to have well defined conditions to ensure the reproducibility of the results. 
These facilities were not available and we use simulated gain patterns instead. For 
simulating the gain pattern, the Numerical Electromagnetic Code (NEC2) [24] 
is used, see figure 6. An average ground was chosen since at the KASCADE site 
the ground conditions depend on the season, the climate etc. and with the aver- 
age ground lowest deviations from the different possible conditions are achieved. 
With these simulations the maximum deviation in the total gain pattern between 
the different ground conditions is determined to be less than 0.75 dB, including 
frequency dependence. This of course is a worst case scenario and therefore can 
be used as maximal systematic error estimation in the simulated gain pattern. 
The different ground conditions are included in the systematic error since at the 
LOPES site there is no monitoring for the ground conditions. An even-per-event 
correction for the ground conditions is therefore not possible. The gain pattern of 
the horizontally orientated dipoles are in principle the same but rotated by 90°. 
The mounting steel pole has very little influence on the measurement since it 
only affects the gain pattern at very insensitive regions. In the analysis the gain 
pattern is treated in the following way: The gain pattern is simulated in 2 MHz 
frequency steps with a resolution of 5 ° in azimuth and elevation. This simulation 
is stored and used for an interpolation which then gives the value needed for the 
specific analysis. 

4. Signal chain and data acquisition 

In the following, the hardware components of the L0PES-3D setup are de- 
scribed. An overview sketch is shown in figure 7. 
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(a) 40 MHz 




(c) 80 MHz 

Figure 6: Simulated gain pattern of the vertical dipole of one tripole at different 
ground conditions and frequencies. The average ground is used for the LOPES 
antenna simulation. The different ground conditions are the standard conditions 
as provided in 4NEC2X [24] . The dip in the gain pattern for 80 MHz originates 
from the mounting steel pole but does not affect the measurement of cosmic ray 
air shower radio emission since it only affects the gain pattern at a very insensitive 
region. 

4.1. Pre- amplifiers (LNAs) 

The deployed LNAs are two-channel LNAs with a double bias t-coupling to 
be fed via phantom feeding with a voltage from 7 — 24 V. At the input of the 
LNAs there is an over-voltage suppressor and a second order high-pass filter to 
avoid saturation effects. These LNAs were originally designed for the Auger 
Engineering Radio Array AERA [25]. They are based on a MMIC (monolithic 
microwave integrated circuit) amplifier module which is unconditionally stable 
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Figure 7: Scheme of the L0PES-3D hardware components adapted from LOPES 
30 [29]. 

[16]. 

Beacon 

The beacon is a reference emitter that continuously emits sine waves at three 
constant frequencies. With the phase differences of these sine waves the timing of 
the experiment is monitored, improved and corrected for missing sampling cycles 
[21, 4]. This technique provides an event-per-event calibration of the timing. The 
beacon was modified to be compatible to the new setup. The beacon antenna 
type was changed from a dipole antenna to two crossed SALLAs. This was done 
to test whether the SALLA can be used as beacon antenna for AERA. With two 
crossed SALLAs that are rotated, it is assured that the signal of the beacon will 
be seen in all three channels of one station. In addition, the emitting power had 
to be increased for two reasons: 

1. the emitting SALLA has a generally lower gain than the former beacon 
dipole antenna. 

2. the beacon antenna has to be rotated and tilted to be seen in all orientations 
of the receiving tripole antenna which leads to a loss of power received in 
the different orientations. 

A scheme of the SALLA as used for the beacon is shown in figure 8. 

The following hardware components were not changed within the reconfigu- 
ration to L0PES-3D but are briefly mentioned here for completeness. A more 
detailed description is available in ref. [26]: 
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4-3. Main Amplifier 

The requirements for the main amphfier were 16 dB gain, a noise figure of less 
than 10.3 dB [27] and an output intercept point (0IP2) of more than +32dBm. 
This can be achieved with the commercially available ZFL-500HLN amplifier, 
which has a noise figure of 3.8 dB, a gain of 19 dB, and is therefore far better 
than the requirements. 

4.4. Filter 

After the transmission through the coaxial cables, the signal is amplified and 
filtered to a bandwidth of 40 to 80 MHz. This frequency range was chosen since 
the LOFAR prototype hardware which is used for LOPES has a sampling fre- 
quency of 80 MHz and with this the recordable frequency window is limited to 40 
to 80 MHz when measuring in the 2nd Nyquist domain [28]. In addition, fewest 
man-made noise is present in this frequency range. The steep edges of the filters 
result in an effective bandwidth of 43-76 MHz for ten channels, respectively 43- 
74 MHz for channels 11 — 30. The different effective bandwidths originate from 
the different filter modules used for the update from LOPES 10 to LOPES 30. 
Because of the different effective bandwidths, the data are filtered digitally to a 
bandwidth of 43-74 MHz in the analysis software. 

4.5. Digitizer /ADC 

The analog to digital converters sample the signal with a rate of 80 MHz 
which is provided by a clock distribution board. When sampling a signal with a 
frequency which is twice the bandwidth, no information on the signal gets lost 
since one is operating in the 2nd Nyquist domain [28]. The original signal can be 
reconstructed by performing an up-sampling. The ADCs have a maximum input 
voltage of ±1 V and a resolution of 12 bit. 

4.6. Memory Buffer /TIM boards 

The digitized data is transferred via fibre optics to the memory buffer module. 
Each module is connected to a PC via PCI-connector and has two inputs. In the 
2 GB ring buffer either 12.5 s when reading one input or 6.25 s when reading both 
inputs can be handled. After an external trigger from KASCADE(-Grande) the 
data are recorded in total 0.8 ms centred around the time of the trigger. 

4.7. Clocks 

To achieve precise timing and a synchronization with KASCADE-Grande, 
several clock modules have to operate in a synchronized mode. In LOPES, the 
clocks are synchronized via cables. 
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4-7.1. Clock board 

The clock board receives a 1 Hz, a 5 MHz and the trigger signal from KASCADE- 
Grande. This board then generates a sync signal, a time stamp and a veto. The 
sync signal is transferred to the Master clock module. 

4.7.2. Master clock module 

In this module the 40 MHz and 80 MHz digital clock are generated and passed 
through along with the sync signal to the slave clock modules. 

4- 7.3. Slave clock module 

The slave clock modules distribute the 40 MHz digital clock and the sync 
signal to the memory buffer modules and the 80 MHz digital clock to the ADCs. 

5. Calibration 

The changed setup of L0PES-3D necessitated a complete recalibration. The 
individual steps will be explained in the following. A more detailed description 
of the calibration procedures in general is available in references [29, 21]. 

5- 1- Dimensions of the antenna grid 

The maximum allowed uncertainty in the position is determined by dividing 
the maximum allowed uncertainty in time by the speed of light and is in the 
case of LOPES < 30 cm. The positions of the L0PES-3D antennas have been 
measured with a differential GPS which has an accuracy in the position of ~ 2 cm 
in X and y and ~ 2.5 cm in z. In addition to this a systematic uncertainty of 5 cm 
has to be taken into account due to the not exactly known position of the phase 
center of the antenna. With a total uncertainty in the position of < 7.5 cm the 
specification of less than 30 cm is clearly fulfilled. 

5.2. Timing 

Within the LOPES experiment, the timing calibration is done in two steps. 
There is a measurement of the electronics delay as well as an event-per-event 
calibration done with the beacon. The measurement of the electronics delay is 
performed in the following way: 

A pulse generator is connected to the antenna cable instead of the antenna. Both, 
the pulse generator and the readout are triggered by the regular KASCADE- 
Grande trigger. The delay between the readout trigger and the emission of the 
pulse by the pulse generator is always the same and does not need to be known 
since only the relative timing of the channels is of interest. The time when the 
pulse appears in the recorded trace is then used to calculate the time shifts be- 
tween the channels. 
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The beacon signal can be used to monitor and correct timing drifts in the elec- 
tronics on an event-to-event basis. Since the phase differences of one sine signal 
in two channels have always to be constant [4] they can be used to correct the 
timing within one period of the sine. Because there are three frequencies avail- 
able, 53.1, 65.5 and 68.1 MHz, the timing correction can be performed over more 
than just one period, and with a higher accuracy. The absolute value of the group 
delay at these frequencies needs not to be known, because only the differential 
timing of the different channels is of interest. With the beacon time drifts can be 
corrected with an accuracy better than 1 ns. In summary with the measurement 
of the timing with a pulse generator and the monitoring of timing drifts with the 
beacon, an overall accuracy of < 1 ns is achieved. 




Load 



Figure 8: Scheme of the SALLA beacon antenna. The same type was used for 
the test measurements discussed in section 2. 

5.3. Amplitude calibration 

In order to know which field strength at the antenna corresponds to which 
ADC value the complete electronic signal chain needs to be calibrated. For that 
purpose, a reference source with a known emission power is arranged above each 
antenna station to calibrate the individual channels. It is important to: 

1. have a distance between the antenna and the reference source of more than 
10 meters, since only at this distances our calibration measurement is valid 
[29]. 
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2. measure horizontal position and the height of the reference source by dif- 
ferential GPS with an accuracy of a few cm, which corresponds to an un- 
certainty in the received power < 2% 

3. have an alignment of the reference source with the antenna within < 7° 
deviation which corresponds to 2% variation of the received power due to 
misalignment of the linear polarizations of the transmitting and receiving 
antenna. 

4. avoid metal parts near the reference source since metal parts can reflect the 
signal and thereby disturb the calibration measurement. 

With the measured ADC values and the calculated field strength at the antenna 
the frequency dependent amplification factor of each channel can be computed 
and corrected for in the analysis. 

The calibration of channels connected to antennas that are vertically orientated 
is difficult since these antennas are very insensitive to signals from the zenith. 
Thus a calibration with the reference source above the antenna will suffer large 
errors from horizontal noise. A calibration with the reference source next to the 
antenna not high above ground will suffer from reflections from the ground and 
the KASCADE huts and is therefore not feasible. However, the manufacturing 
standards of the dipole antennas are very high and the absolute amplitude cali- 
bration is performed only for the channel electronics and not the antenna. It is 
therefore possible to calibrate a channel that was originally connected to a verti- 
cally oriented antenna when being connected to a horizontally oriented antenna, 
see also figure 9. Hence the best way to calibrate channels connected to vertically 
orientated antennas is to connect a horizontally orientated antenna instead. 
The amplification factors in power of the analogue chain (Filter, cable, LNA, 
main amplifier etc.) of all 30 channels are shown in figure 10. These factors 
describe the frequency dependent attenuation of the signal chain. Features that 
originate from the different electronics like e.g. steeper filter flanks from the 
different filters used for 20 of the 30 channels can be observed. 

6. Monitoring 

Within the reconfiguration of LOPES, the monitoring was upgraded and im- 
proved. Before the upgrade, only the average noise level of each channel was 
calculated every 20 minutes and the vertical atmospheric electrical field was dis- 
played [30]. 

During operation of L0PES-3D every 20 minutes the last recorded event is anal- 
ysed in the following way: 

First, an uncalibrated spectrum is derived by performing an FFT (fast Fourier 
transform) of the raw ADC counts, then the average noise level is calculated, and 
the most important step is the determination of the present phase differences of 
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Figure 9: The amplification factors for channel 8 from two measurements. For the 
first measurement the vertical channel was connected to the north-south oriented 
dipole, for the second measurement it was connected to the east-west oriented 
antenna. An overall agreement within 15.6% between both measurements can be 
observed. 
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Figure 10: The amplification factors of all 30 channels of the L0PES-3D expe- 
riment. 

the sine signals from the beacon. The uncalibrated spectrum is calculated very 
fast and gives a good impression of the overall performance of the experiment. 
An example is shown in figure 11. 

These spectra are not corrected for electronic effects such as attenuation in the 
cables, the gain pattern of the antenna etc. The main purpose of deriving such 
spectra is to monitor the condition of the experiment. A damaged cable or 
narrow-band noise sources can be identified very easily without detailed knowl- 
edge of the experimental hardware setup. In figure 12 the average noise level 
is shown for a period of 13 days. Here a periodic variation can clearly be seen. 
Such kind of plots are used to monitor the background noise development with 
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time. Moreover deterioration processes of the signal chain can be observed with 
such plots, e.g., the ageing of an individual LNA will lead to a smaller signal 
and smaller deviations between maximum and minimum or the stepwise break- 
ing down of a filter module will be seen as a raise in the average noise. It is 
important to monitor long term changes since it is very hard to identify them 
on an event-to-event analysis. The background noise can be used to monitor 
the experiment, when comparing different channels. In figure 13 the background 
noise is shown with a 24 hour period. The drift of the maximum demonstrates 
that this variation originates from the galactic transit. For the galactic transit 
a period of 23 hours and 56 minutes is expected which corresponds to a drift of 
2 hours per month. A total shift of 12 hours is expected. At the LOPES site 
most of the galactic radio emission is buried in anthropogenic noise, therefore 
the amplitude of the variation is relatively small. With the beacon, LOPES is 
provided with an event-to-event monitoring of the timing. It is very desirable 
to monitor this event-to-event time calibration, because this is a very sensitive 
quantity. For the monitoring the phase differences of the sine waves emitted by 
the beacon are calculated for every channel and displayed, see figure 14. 




40 45 50 55 60 65 70 75 80 
frequency [MHz] 



Figure 11: Raw spectrum (EFT of the ADCs) taken from the LOPES monitoring. 
On the Y-axis the power is plotted in arbitrary units and on the X-axis the 
frequency in MHz. The three beacon frequencies 68.1, 63.5 and 53.1 MHz can be 
observed. 



7. First Measurements and Performance 

In figure 16 a recorded and reconstructed event in all three vectorial elec- 
tric field components via digital radio interferometry is shown. The calculated 
CC-beam from the measured signals of the east-west, north-south and vertically 
aligned antennas and the corresponding lateral distributions are displayed. For 
this calculation the beam forming was done for each component separately. The 
CC-beam is calculated [31] when using LOPES as digital radio interferometer 
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6 8 10 12 

time [d] 



Figure 12: The background noise development of channel 24. Starting time noon. 
A periodic variation can be seen. On the Y-axis the uncalibrated noise is plotted 
in arbitrary units and on the X-axis the time in hours. The occurring peaks 
mainly originate from the nearby construction yard. 





Figure 13: Background noise measured with an east-west aligned antenna over a 
period of 39 days plotted with a 24 hour period for a measurement from May to 
June (a) and a measurement from November to December (b) 2011 to check if 
the noise originates from the galactic transit. 
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Figure 14: The phase differences of the 68.1MHz beacon signal of channels 7, 
8, 9 in degrees is shown on the Y-axis and on the X-axis the number of events. 
The measurement of these 100 events corresponds to a time of 33 hours and 20 
minutes. 



and gives information on the power that is coherently emitted from a certain 
direction in the sky: 

Af-l iV 
1=1 i>j 

with N = the number of antennas and fi[t] = time trace of channel i. The air 
shower shown in figure 16 had a primary energy of 8.4 x 10^'' eV, arrived with an 
azimuth angle of 105° and with a zenith angle of 31 °. For the geomagnetic field 
in Karlsruhe (inclination = 64 ° 45', declination = 1 ° 14' [32]) the v x S -Model 
predicts for the normalized emission vector P = (0.45|0.81|0.39). This is in 
very good agreement with the measured event which has a normalized emission 
vector of P = (0.46|0.81|0.36). In figure 15 the arrival direction of the events 
reconstructed individually and separately for each vectorial component is plotted 
on top of the expectations from the v x -Model. A reasonable agreement is 
observed which confirms that with L0PES-3D cosmic ray induced air showers 
can be observed and reconstructed. The event shown in figure 16 is marked by 
the star. A detailed combined reconstruction and comparison with expectations 
for many showers will follow when a reasonable statistic is measured. 

For checking the performance of LOPES 3D the signal-to-noise-ratio of the 
CC-beam is used as a first criterion. The signal height is defined as the maximum 
height of the Gaussian fit to the CC-beam pulse at ~ —1.8 ns cf. figure 16, the 
noise level as the rms of the CC-beam in the time window of —204.8 to —45.5 //s 
before the pulse. To define a signal-to-noise-ratio (SNR) cut on the CC-beam, 
the amount of events that pass this cut is plotted over the CC-beam-SNR. A 
drop in the number of events at an SNR value of 5 for KASCADE triggered and 
for KASCADE-Grande triggered events can be seen, cf. figure 17. Triggered 
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(a) east-west 




(b) north-south 




(c) vertical 



Figure 15: Arrival directions of measured air showers on top of the expectations 
of the vx B -Model for the relative amplitudes of the normalized emission vector. 
The open star marks the event shown in figure 16 the triangle marks the direction 
of the magnetic field vector in Karlsruhe. 



means in this context that the shower core is inside the arrays of KASCADE or 
KASCADE-Grande, respectively. The events that have a small SNR value are 
noise. After the drop with the increasing SNR only events that have a real air 
shower signal are counted. With this criterion the statistics shown in table 2 are 
obtained. With LOPES 30 the average rate was « 3.5 [30] depending on the 
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axis distance d [m] 



(b) 

Figure 16: Measured CC-beam of an air shower (a) and the according lateral 
distributions (b). Parameters (from KASCADE-Grande) of this air shower: Pri- 
mary energy Ep = 8.4 x 10^''' eV, Azimuth (/) = 105 °, Zenith: 6 = 31° 

quality cuts. When reducing the number of antenna stations the expected event 
rate can be calculated. For this estimation we use two different approximations for 
the detection threshold of a radio interferometer, one which is decreasing linearly 
when increasing the number of antennas which is a very conservative estimation 
and second a threshold that goes with the Vnumber of antennas. When reducing 
the antenna positions by a factor of | , the energy of the primary cosmic ray needs 
to be 3 (\/3) times higher to be detected. With the index A = 2 of the integrated 
cosmic ray spectrum, f{E) ~ the flux of cosmic rays can be estimated to 

/ = (/ = (\/3)~^) times lower. Thus the expected event rate of L0PES-3D 
for a detection threshold that is decreasing linearly when increasing the number 
of antennas, or a threshold that goes with the Vnumber of antennas, respectively 
is estimated to be a factor of | (|) lower than the one of LOPES 30. With 56 
detected events in first 6 months of data taking a detection rate of 1.75 is 
achieved which is better than the optimistic expectation. This is because LOPES- 
3D is sensitive to all components of the E-field vector and therefore has a higher 

20 



sensitivity than a setup with 10 antennas that are sensitive to only the east-west 
component of the E-field vector. When only using events that were observed in 
the east-west direction the event rate of 1.06 ^^|^ fits well the expectations. 




SNR 

Figure 17: Number of events that pass a certain CC-beam signal-to-noise-ratio 
cut. KASCADE and KASCADE-Grande means that the core of the air shower 
is in the respective array and therefore the respective reconstruction is used. 



Table 2: Event statistics of L0PES-3D 



Average rate 


[events / week] 


LOPES 30 (EW) 


3.5 


L0PES-3D expected (EW) 


0.39 - 1.17 


L0PES-3D (only EW) 


1.06 


L0PES-3D (all) 


1.75 



8. Conclusion 

The LOPES experiment at Karlsruhe Institute of Technology was reconfigured 
end of 2009 to be now able to measure all three components of the electric field 
vector from radio emission of cosmic ray induced air showers. The commissioning 
and testing of the new setup, L0PES-3D, has been successfully completed in May 
2010. The experiment is fully operational and performs as expected. Detailed 
analyses of the data taken will show the prospects of vectorial measurements 
of the radio emission of cosmic ray induced air showers. The results of the 
L0PES-3D setup will influence future large scale applications, by evaluating the 
benefits of vectorial measurements. A fully reconstructed electric field vector 
allows detailed studies of the different emission mechanisms and thereby may 
expand the information gain derived by air shower radio observations in the 
present exploration phase of this new detection technique. 
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